ST.  FRANCIS  CATHOLIC  CHURCH. 
PORTLAND.  OREGON. 

St.  Francis  Roman  Catholic  Church  at  East  Eleventh 
and  East  Oak  Streets,  on  the  "East  Side"  of  the  City. 
This  is  one  of  the  fashionable  churches  of  the  City,  and 
is  a  beautiful  example  of  church  architecture. 
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